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SUBJECT: MEDICAL ASSISTANCE: PED-O-JETS 
REF: A) CDC NO. 283 OF JULY 19, 1976; B) MVD 2659 

1 . PER REFTEL (A) THE CDC CONCURS IN TEN-DAY EXTENSION 
ON THE RETURN OF PED-O-JETS. NEW DATE FOR SHIPMENT IS 
AUGUST 7. 

2. CDC DESIRES TECHNICIAN, MR. KENNETH D. CLINE, TO 
REMAIN IN URUGUAY TO OVERSEE RETURN PACKING AND SHIPPING 
OF PED-O-JETS. WOULD MR. CLINE AGREE TO STAY IN URUGUAY 
THROUGHAUGUST 7. TO RETURN AS SOON AS PED-O-JETS ARE 
SHIPPED? IF HE CONCURS, ARMY AND AID ARE WILLING TO 
EXTEND ORDERS AND PER DIEM TO COVER ADDITIONAL DAYS. 
PLEASE ADVISE ASAP. KISSINGER 
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